

230fl 

23lfl 


Cable Type 




lOEaseT 


✓ 




✓ 

✓ 

100BaseTX 




R|4S 


✓ 

✓ 

R|L 1 


✓ 




✓ 

✓ 


*f 

✓ 

✓ 

T1A568B 

1/ 


✓ 

Token Ring, 


✓ 

✓ 

Test Type 




Open 




Short 


✓ 

✓ 

Reverse 


✓ 

✓ 

Cross 


✓ 

✓ 

Split 


✓ 

✓ 

Power Source 

9V Battery 

W Battery 

9V Battery 

Dimensions (HxWxD) 

5,4x3x1 .6" 

5.2x3x1 .6" 

4 J x 3 x 1.4" 



( 1 .32x76x1Grnn} 

(1 03 x 75 x 36mm) 

Weight 

6.8oz.(l93s> 

7.1 oz.(20l&) 

0.4 ibs-iiasg, 


1 


Accessories 


One Year Warranty 


SUPPLIED: 

Master Unit 

Master Unit 

Master Unit 


Remote Terminator 

Remote Terminator 

Remote Terminator 



3 Patch Cables 

Caring Case 



13NC to 13NC adapter 



Model 230R 

Multi-Network Cable Tester 

The 230A tests thin Ethernet (BNC), lOBaseT {UTP/STP}, 100BaseTX, R]45, T1A- 
S6SA, T1A-S68R, and Token Ring cables within a few seconds It detects mfswfring, 
polarization , and continuity; The 230A also tests the ground of shielded twisted pair 
cables. With the remote unit, jou can remotely test installed cable either from the 
waJI plate or patch panel. 

■ Auto scans thin Ethernet (BNC)JOBaseT (LFTP/STP), 
100BaseTX, h\)45 t 354A,TIA-5f BA,TIA-568B, andToken Ring 
cables in seconds 

■ Detects miswiring, polarization, and continuity 

■ Also tests the ground of shielded twisted pair cables 

■ Tests cables before or after installation with the remote unit 

■ LED display for clear indication of problems 

■ Protective Rubber Boot 

■ Belt Clip 


230A 



Model 23ifl 

Deluxe Multi-Network Cable Tester 

The 23 I A can easily read the correct pin configuration of I OBaacT cable 
(category 5}. 100BaseTX, 1 0Base2 cable (coax) and K]45/KJ I I modular cables, 
356A, T1A-56SA, TIA-568B aid Token Ring cables by comparing one 
transmitting end to the corresponding receiving end. With the remote kit, it can 
test cables installed far away either on wall plate or patch panel up to 1 000ft 
away. It is easy to verify the cable continuity, open, short, and cross connect, 
featuring auto or manual scan for pin -out indicators. 

■ Tests I OBaseT, 100BaseTX, 1 0 Basel, RJ4 5, RJ 1 1 , 356A t 
TIA-56SA,TIA-568B t and Token Ring cables 

■ Detects open, short, cross, and continuity 

■ Tests Point-to -Point, rather than Pair-to-Pair 

■ Quick and easy to use 

■ Tests cables on wall plate or patch panel up to 1000 ft away 
with the remote kit 

■ Easy to read LED display 

■ Protective Rubber Boot 

■ Belt Clip 
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Test Equipment Depot 
99 Washington Street 
Melrose, MA 02176-6024 


www.testequipmentdepot.coin 
800-517-8431 
781-665-0780 FAX 


